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Delegation of Authority for Proeuresmnt of 
Air Conditioning Unite for Field Dee 
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1. fhle memorandum is for information only. 

2. limited authority for the procurement of air conditioners for 
use is the field was delegated to the SS/F on 24 April 1957* Reference 
(a) redelegated this limited authority to the Chiefs ef Operating 
Divisions who, in turn, were authorised to redelagate to the Chiefs of 
specified Stations and Bases* Reference (h) is the instrument Toy which 
the Chief, FS Division forwarded his redelegation to those FI Stations 
and Bases which met the established criteria* A dispatch similar to 
reference (b) is now being prepared by the Chief, SEA Division. 

3* the following information is submitted to indicate the limita- 
tions which were established by the original delegation to the BD/P, 
end which, in turn, tore been reflected in the redelegatlons to the 
Chiefs of Stations and Bases: 
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a* the restrictions contained in 
on air conditioners ([ 


must be met as well as 


additional criteria established by the delegation to the 2 S/F. 


b* Delegations of Authority by a Chief of an operating 
Division to Chiefs of specified Stations and Bases are to be 
coordinated with the Office of Logistics* The list of Stations 
and Bases to receive such authority was prepared based on 
information furnished by the Office of Logistics with regard to 
climatic criteria. 
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c. Authorisation for local procurement is limited to a 
price equivalent to lead qu a r ters price, plus han d ling and 
transportation. 
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4. 1 believe the present procedure win vprk properly, and that 
the responsibility for administration of this portion of the air 
conditioning handbook Is being placed where it should be; mealy, the 
Chiefs of Stations and Bases. 

5. Approval for large units and units for offices, administrative 
space, etc., are still subject to Seadquarters approval, both as to 
requirements end design features. 


Attachment? 
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%f JAKES A. GARRISON 
* Director of Logistics 


Approved For Release 2002/09/03 : C^^DP78-0471 8Aq024001 j 00pia^ 




